Item # |Manufacturer Model / Description "Friendly" Description 
Acer AL1714 17" Flat Panel Monitor (White) 
2 ADCS BCDC-WJ-1-5 Bulk Fill CRS w/ Purge Controller 5 B1 Interface Single Bulk Fill CRS, Methano 
ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
4 ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
| 6 | ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
7. ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
EN ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
10 |АрС5 969 Low Level Monitor CRS Canister Low Level Monitor 
11 (|АрС5 969 Low Level Monitor CRS Canister Low Level Monitor 
12 |АрС5 969 Low Level Monitor CRS Canister Low Level Monitor 
13  |ADCS 969 Low Level Monitor CRS Canister Low Level Monitor 
14 (|АрС5 969 Low Level Monitor CRS Canister Low Level Monitor 
ADCS Cable, Bulk Canister to 969 Low Level Controller ADCS Level Sensor Cable 
16 |ADCS BRC22A Integrated Refill Controller CRS Bulk Fill Controller 
17 |ADCS BRC22A Integrated Refill Controller CRS Bulk Fill Controller 
18 [Advanced Motion Controls 29844-0001 Digiflex Digital Servo Drive Digital Servo Drive Module 
19 Advanced Motion Controls 25469-0055 Brushless PWM Servo Amplifier Brushless Servo Amplifier Module 
20 |Аега CDN209 DeviceNet Digital / Analog Interface DeviceNet Digital / Analog interface 
21 |Аега CDN209 DeviceNet Digital / Analog Interface DeviceNet Digital / Analog interface 
22 |AFX / INUSA 1М-2000 Rack Mount Ozone Analyzer Rack Mount Ozone Analyzer 
23 [AIR Systems Inc. HP-4 Breathing Air Compressor w/ Emergency Tank Air Compressor for Supplied Air Respirator 
24 |Air Systems Inc. BB50-COAA 4x Air Distribution Box w/ filters & CO2 monitor Air supply dist box for 4 users 
25 |Аіпог 6006 AP Air Velocity Meter Hand Held Air Velocity Meter w/ Case 
26 |Атеїек TM-1B Oxygen Analyzer O2 Analyzer w/ Carry Case 
27  |Amtek Process Instruments Dycor CGI 100 Oxygen Analyzer Oxygen Analyzer 
28  |Ansul Red Line Class D Fire Extinguisher Met-L-X Class D Extinguisher (metals) 
29 [Ansul Red Line Class D Fire Extinguisher Met-L-X Class D Extinguisher (metals) 
30 [Arch Chemical Systems EpiFill 1000 Dual Chemical Bulk Fill Canister System Bulk Fill Chemical Refill System 
31  |Asea Brown Boveri ACH501-010-4-NOP2 Variable Frequency Motor Drive Sm VFD Drive, New 
32  |Asea Brown Boveri ACH501-030-4-NOP2 Variable Frequency Motor Drive Lg VFD Drive, New 
33  |Astex AX7651 Astron Plasma Generator Plasma Generator 
34 |Аѕіех Semozon 200.3 Ozone Generator Single Cell Ozone Generator 
35  |Banner Engineering Micro-Screen Light Bar / Intrusion Sensor, 16 Intrusion Sensor Light Bar, 16 Bulb 
36 [Banner Engineering Controller 48537 Intrusion Sensor Controller 
37 |Вепа Senseye FP202W 20" Wide Flat Panel Monitor 
38 |Вепа Senseye FP202W 20" Wide Flat Panel Monitor 
39 Bionics Instruments TG-3000BA Portable Toxic Gas Detector, TEOS, 0-30 ppm Bionics Portable TEOS Monitor 
40 Bionics Instruments TG-3000BA Portable Toxic Gas Detector, TEOS, 0-30 ppm Bionics Portable TEOS Monitor 
41 Bionics Instruments TG-3000BA Portable Toxic Gas Detector, TEOS, 0-30 ppm Bionics Portable TEOS Monitor 
42  |Bionics Instruments TG-800BA Portable Toxic Gas Detector, Ozone, 0-0.3ppm (300ppb) Bionics Portable Ozone Monitor 
43 Bionics Instruments TG-1400BA-E Portable Toxic Gas Detector, F2, 0-3 ppm Bionics Portable F2 Monitor 
44 Bionics Instruments TG-3000TA Portable Toxic Gas Detector, TEOS, 0-1 Bionics Portable TEOS Monitor 
45 Bionics Instruments SH-2603FC Wall Mount Extraction Toxic Gas Detector, H2 Extraction Toxic Gas Monitor, Hydrogen 
46 Bionics Instruments SH-2603FC Wall Mount Extraction Toxic Gas Detector, TEOS Extraction Toxic Gas Monitor, TEOS 
47 Bionics Instruments SH-2603FC Wall Mount Extraction Toxic Gas Detector, Amines Extraction Toxic Gas Monitor, Amines 
48 Bionics Instruments SH-2603FC Wall Mount Extraction Toxic Gas Detector, Ozone Extraction Toxic Gas Monitor, Ozone 
49 Bionics Instruments TX-1401FHD Diffusion Toxic Gas Detector, F2, w/ GS-1401DX Wall Diffusion Toxic Gas Monitor, Fluorine 
50 [Bionics Instruments TX-2460FHD Diffusion Toxic Gas Detector, NH3, w/GS2460DY Wall Diffusion Toxic Gas Monitor, Ammonia 
51 Bionics Instruments TX-1401FHD Diffusion Toxic Gas Detactor, F2, w/ GS-1401DX Remote Diffusion Toxic Gas Monitor, Fluorine 
52 Bionics Instruments TX-470FHD Diffusion Toxic Gas Detector, HCL, w/GS-470DY Remote Diffusion Toxic Gas Monitor, Hydrogen Chloride 
53 |Bird Electronics 4391A Power Analyst RF Power Analyzer 
54 |Віга Electronics 4421 RF Power Meter RF Power Meter 
55 [Black Box AC056A-R2 2 Channel VGA Monitor Splitter Box 2 Chan. VGA Monitor Splitter 
Black Box SW150A ABC Keyboard Switch Box Keyboard Switch Box ABC 
EE Black Box SWCX47793 Keyboard Switch Box A/B w/ Lockout Keyboard A/B Switch Box w/ Lockout 
58  |Blackstone N1001-xhs01-120-600/14 Ultrasonic Power Supply / Generator 
EN Blak-Ray B-100Y Longwave Ultraviolet Inspection lamp Ultraviolet Inspection lamp 
Blak-Ray B-100A Longwave Ultraviolet Inspection lamp Ultraviolet Inspection lamp 
BMT Messtechnik BMT 963 Vent Ozone Analyzer 300ppb Vented Ozone Monitor 0-300 ppb 
62  |BriskHeat BSAT051008 Heater Tape Controller 120v, 288w 120v 288w Heater Tape Controller 
63  |BriskHeat BriskOne Heater Controller w/ Digital Display Type J TC Single Heater Controller w/ Display 
64  |BriskHeat BriskOne Heater Controller w/ Digital Display Type J TC Single Heater Controller w/ Display 
65  |Brother 4750e Intellifax 
66  |Brother 4750e Intellifax 
67  |Climet Versaport 10 MPS VP-10 10 Channel Air Particle Counter 10 Channel Air Particle Counter 
68  |Comtrol DB9M Devicemaster 8 Port Interface 3000180 8 Port Devicemaster net interface 
69  |Comtrol DB9M Devicemaster 8 Port Interface 3000180 8 Port Devicemaster net interface 
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Cybex 500-094] PC Companion Plus Wireless PC Interface Transmitter Wireless PC Interface Transmitter 
и Cybex 510-065G PC Companion Plus Wireless PC Interface Receiver Wireless PC Interface Receiver 
72 Data 1/0 PSX-400 Device Programmer 32x8 DIP Programmer 
73  |Datal/O 990-1927-003 32 Pin MOS Programmer Multi module Programmer 
74  |Datacom Technologies LanCat 1200 Ethernet Cable & Activity tester w/ LanCat Beacon Hand Held Ethernet Test Box 
75 |Delta Е FA30111A Trace Oxygen Analyzer Oxygen Analyzer 
Digilog 300 Datalogger Datalogger 
Dwyer 0-2"/H20 Photohelic in Carying Case 0-2" Photohelic w/case 
78 [Electro Industries 3002A Regulated Power Supply 0-30 vdc 
79 |Ерісһет Level Indicator Liquid Level Sensor 
80 [Epichem Level Indicator Liquid Level Sensor 
81 [Epson 1400 Wide Format Photo Printer New in box 
82 [Epson 1400 Wide Format Photo Printer New in box 
83  [Eurotherm Type 808 Heater Controller / Display Heater Control Module w/ Display 
84  [Eurotherm Type 808 Heater Controller / Display Heater Control Module w/ Display 
85  [Eurotherm Type 808 Heater Controller / Display Heater Control Module w/ Display 
86 Eurotherm Limitation SCR 240v, 63A SCR 
87 Eurotherm Limitation SCR 240v, 63A SCR 
88 Eurotherm Limitation SCR 240v, 63A SCR 
89  [Fair-rite Products EMI Supressor Kit 0199000005 EMI Supressor kit 
Fluke 45 Dual Display Multimeter Dual Display Digital Multimeter 
-2- Fluke 45 Dual Display Multimeter Dual Display Digital Multimeter 
Fluke 7260A Universal Timer / Counter Universal Frequency Counter 
шн Fluke 2625A Hydra Data Logger 
Fluke 2190A Digital Thermometer 
Fostek Model 20760 DCR Il Light source w/2 Pads 
96 |Galil DMC-1540 Motion Controller Motion Control Module 
97 |Galil DMC-1540 Motion Controller Motion Control Module 
E Galil DMC-1540 Motion Controller Motion Control Module 
Galil DMC-1540 Motion Controller Motion Control Module 
100 |Galil DMC-1540 Motion Controller Motion Control Module 
101 |Galil DMC-1540 Motion Controller Motion Control Module 
102 |Galil DMC-1540 Motion Controller Motion Control Module 
103 [|GE Fanuc 90-30 PLC Back Plane, Input/Output & Power Supply PLC Rack w/ 1/0 & PS 
104 |GE Fanuc 90-30 PLC Back Plane, Input/Output & Power Supply PLC Rack w/ 1/0 & PS 
105 |Glas-Col PL312 Minitrol 12A Heater Controller 1500w In-Line Heater Controller 
106 |Hewlett Packard 3468A Digital Multimeter Digital Multimeter 
107 |Hewlett Packard 9000n Laserjet 
108 |Hewlett Packard 3800n Color Laserjet 
109 |Hewlett Packard 4350tn 
110 |Hewlett Packard 4050 Laserjet 
111 ]|Hewlett Packard 4050n Laserjet 
112 |Hewlett Packard 4650n Color Laserjet 
113 |Hewlett Packard 4650n Color Laserjet 
114 |Hewlett Packard 3500 Color Laserjet 
115 |Hewlett Packard 5100 Laserjet 
116 |Hewlett Packard 5200 tn Laserjet 
117 |Hewlett Packard 2550n Color Laserjet 
118 |Hewlett Packard 2600 Business Inkjet 
119 |Hewlett Packard 1200 Laserjet 
120 |Hewlett Packard 3000 Business Inkjet 
121 |Hewlett Packard 3000 Business Inkjet 
122 |Hewlett Packard 5Si MX 
123 |Hewlett Packard 8000 Laserjet 
124 |Hewlett Packard 8000n Laserjet 
125 |Hewlett Packard 6235A Triple Power Supply 0-6 vdc, 0-18+/-уас 
126 |Honeywell RM 7823A Burner Controller Burner Control Module 
127 |IBM Thinkvision 9417-АС1 1171 17" Flat Panel Monitor 
128 |IBM Thinkvision 9417-AB1 L171 17" Flat Panel Monitor 
129 |IBM Thinkvision 9417-AB1 L171 17" Flat Panel Monitor 
130 |IBM Thinkvision 9417-AB1 L171 17" Flat Panel Monitor 
131 nterlinkBT JBBS-57-E801 DeviceNet Busstop Passive Multi Port Junction DeviceNet Busstop Passive Junction Box 
132 nterlinkBT JBBS-57-E811 DeviceNet Hub w/ Voltage Monitor DeviceNet Hub w/ Voltage Monitor 
133 |InterlinkBT SPTC1 Schottky Power Trap for DeviceNet DeviceNet Power Trap 
134 |InterlinkBT DeviceNet 5 Pin Cable Type 570 (p/n-10159623) (Lg) DeviceNet Cable 
135 |InterlinkBT DeviceNet 5 Pin Cable Type 5711 (p/n-10150721) (Sm) DeviceNet Cable 
136 nterlinkBT JBBS-57-E601 DeviceNet Busstop Passive Multi Port Junction DeviceNet Busstop Passive Junction Box 
137 |Intermec 3400 Easycoder Label Printer 
138 |Intermec 3400 Easycoder Label Printer 
139 |Intermec 3400 Easycoder Label Printer 
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140 [JVC SR-L900U VCR Time Lapse VHS Recorder Time Laps VHS VCR 
141 ЇР 3800 Digital Сорїег 
142 |арсопсо Protector Lab Exhaust Hood w/ Power, Water and Nitrogen Exhaust Hood 
143 |Lenovo 6135-AB1 L191 19" Flat Panel Monitor 
144 |Lenovo 6135-AB1 L191 19" Flat Panel Monitor 
145 |Lenovo 6135-AB1 L191 19" Flat Panel Monitor 
Lenovo 6135-AB1 L191 19" Flat Panel Monitor 
147 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
148 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
149 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
150 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
151 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
152 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
153 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
154 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
155 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
156 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
157 |Lenovo 9227-АС1 1171 17" Flat Panel Monitor 
158 |Lenovo 9227-АС1 1171 17" Flat Panel Monitor 
159 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
160 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
161 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
162 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
163 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
164 |Lenovo 9227-AB6 L171 17" Flat Panel Monitor 
165 |Lenovo 9227-AB6 L171 17" Flat Panel Monitor 
166 |Lenovo 9227-AB6 L171 17" Flat Panel Monitor 
167 |Lenovo 9227-AB6 L171 17" Flat Panel Monitor 
168 |Lenovo 9227-AB6 L171 17" Flat Panel Monitor 
169 |Lenovo 9227-AC1 1171 17" Flat Panel Monitor 
170 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
171 |Lenovo 9227-AC1 L171 17" Flat Panel Monitor 
172 |Lenovo / ІВМ 8808 / 9WU Desktop РС 
173 |Lenovo / ІВМ 8808 / 9WU Desktop РС 
174 |Lenovo / IBM 8808 / 9WU Desktop PC 
175 [Lenovo / ІВМ 8808 / 9WU Desktop PC 
176 |Lenovo / IBM 8215 / D6U Desktop PC 
177 |Lenovo / IBM 8215 / D6U Desktop PC 
178 |Lenovo / IBM 8215 / D6U Desktop PC 
179 |Lenovo / ІВМ 8215 / D6U Desktop PC 
180 Цепомо / ІВМ 8215 / D6U Desktop PC 
181 |Lenovo / ІВМ 8215 / D6U Desktop PC 
182 |Lenovo / ІВМ 8215 / D6U Desktop PC 
183 Цепомо / ІВМ 8215 / D6U Desktop PC 
184 |Lenovo / IBM 8289 /D9U Desktop PC 
185 Цепомо / ІВМ 8289 /D9U Desktop PC 
186 |Lenovo / ІВМ 8289 /D9U Desktop PC 
187 |Lenovo / ІВМ 8289 /D9U Desktop PC 
188 |Lenovo / ІВМ 8289 /D9U Desktop PC 
189 |Lenovo / ІВМ 8289 /D9U Desktop PC 
190 |Lenovo / ІВМ 8289 /D9U Desktop РС 
191 |Lenovo / IBM 8289 /D9U Desktop PC 
192 |Lenovo / ІВМ 8289 /D9U Desktop PC 
193 |Ппак DL4001800675980? Adjustable Black test bench Tech bench with monitor and cabling 
194 |Ппак DL4001800675980? Adjustable Black test bench Tech bench with monitor and cabling 
195 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
196 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
197 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
198 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
199 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
200 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
201 |Lorex Industries Piezocon 4 Channel Controller 4 Channel Piezocon Controller 
202 |Lorex Industries Cable, Controller to Sensor 
203 |іогех Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 біт Gas Concentration Sensor / Cable 
204 |Lorex Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
205  |Lorex Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
206 |Lorex Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
207 |Lorex Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
208 |Іогех Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
209 |іогех Industries PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 0-15 SIm GCS 
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210 |Lorex Industries 


PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 


0-15 51т GCS No Box 


211 |Lorex Industries 
212 |Lorex Industries 


PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 
PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 


0-15 51т GCS No Box 
0-15 51т GCS No Box 


213 |іюгех Industries 
214 |LoTech 


PZN-SS-015-4 Gas Concentration Sensor, 0-15 51т 
DBK 41 Analog Expansion Chasis 


0-15 Slm GCS No Box 


215 |LoTech 

16 |Luxtron Corp. 
217 |Luxtron Corp. 
218 |Ішхігоп Corp. 


Е 


ОВК 41 Analog Expansion Сһаѕіѕ 

712 Fluoroptic Thermometer opt:00-11490-03 
712 Fluoroptic Thermometer opt:00-11490-03 
712 Fluoroptic Thermometer opt:00-11490-03 


Rack Mount Luxtron Fluoroptic Thermometer 
Rack Mount Luxtron Fluoroptic Thermometer 
Rack Mount Luxtron Fluoroptic Thermometer 


219 |Luxtron Corp. 
220 |Ішхігоп Corp. 


712 Fluoroptic Thermometer opt:00-11490-03 
712 Fluoroptic Thermometer opt:00-11490-03 


Rack Mount Luxtron Fluoroptic Thermometer 
Rack Mount Luxtron Fluoroptic Thermometer 


221 |Luxtron Corp. 
222 |ішхігоп Corp. 


712 Fluoroptic Thermometer opt:00-11490-03 
712 Fluoroptic Thermometer opt:00-11490-03 


Rack Mount Luxtron Fluoroptic Thermometer 
Rack Mount Luxtron Fluoroptic Thermometer 


223 |MDA Scientific 
224 |MDA Scientific 


S-7100 Continuous Toxic Gas Monitor, HF 
S-7100 Continuous Toxic Gas Monitor, O3 


Continuous Toxic Gas Monitor, HF 
Continuous Toxic Gas Monitor, Ozone 


225 |MDA Scientific 
226 |MDA Scientific 


S-7100 Continuous Toxic Gas Monitor, 03 
5-7100 Continuous Toxic Gas Monitor, Hydride 


Continuous Toxic Gas Monitor, Ozone 
Continuous Toxic Gas Monitor, Hydride 


227 |MDA Scientific 
228 |MDA Scientific 


TLD-1 Portable Toxic Gas Monitor, HF, 1.5 ppm 
SCR 870368 Chart Recorder for MDA TLD-1 


Portable Toxic Gas Monitor, HF 
TLD-1 Chart recorder 


229 |МОА Scientific 
МОА Scientific 


230 
231 |MediaForm 


TLD-1 Portable Toxic Gas Monitor, Multi w/HCL Key 


System 16 Modular Multipoint Toxic Gas Monitor With Paper Tape 


Hydride Analyzer & Luft I/R NF3 Analyzer 
CDP-CP2 Color CD Printer 


Portable Toxic Gas Monitor, HCL Keyed 
16 Channel Sequencing Toxic Gas Monitor, Hydride / 
Nitrogen Trifluoride 


232 |MediaForm 
233 |Mel-Vac 


CDP-CP2 Color CD Printer 
DV-6M TC Vacuum Guage w/ M1518 Tube 


TC Vacuum Guage M1518 


234 |Microtool 
235 |Mitchel Instrument 


EL-2000 Rev A 200mm Electronic Level Wafer 


8330 Rev C Velocicheck Air Temp and Velocity Meter w/ Case 


200mm Wafer Level W/ Palm, Case & Software 
Hand Held Air Velocity & Temp Meter w/ Case 


236 |Mitsubishi 


DO-4001 DVD Player 


DVD Player 


237 |MKS DLI-25 CSLA Direct Liquid Injector, 2.5 cc/min 2.5 cc/m Direct Liquid Injector 

238 |MKS DLI-25 CSLA Direct Liquid Injector, 2.5 cc/min 2.5 cc/m Direct Liquid Injector 

239 |MKS 146B-12588 Vacuum Guage Controller Vacuum Guage Controller 

240 |MKS 146B-12588 Vacuum Guage Controller Vacuum Guage Controller 

241 |MKS 146B-12588 Vacuum Guage Controller Vacuum Guage Controller 

242 |MKS 146B-FFFFO-1 Vacuum Guage Controller Vacuum Guage Controller 

243 |MKS 146B-FFFFO-1 Vacuum Guage Controller Vacuum Guage Controller 

244 |MKS 146B-FFFFO-1 Vacuum Guage Controller Vacuum Guage Controller 

245 |MKS 651CD252B Pressure Controller Throttle Valve Controller 

246 |MKS 651CD252B Pressure Controller Throttle Valve Controller 

247 |MKS 651CD252B Pressure Controller Throttle Valve Controller 

248 |MKS 651CD252B Pressure Controller Throttle Valve Controller 

249 |MKS 651С0252В Pressure Controller Throttle Valve Controller 

250 |MKS 651С0252В Pressure Controller Throttle Valve Controller 

251 |MKS 651CD252B Pressure Controller Throttle Valve Controller 

252 |MKS Type 252C Throttle Valve Controller 252C-1-VPO---S Exhaust Valve Controller 
253 |МК5 621C13TBFHC 1000 Torr Transducer 1000 Torr Pressure Transducer 

254 |MKS Type 629 Pressure Transducer Pressure Transducer 

255 |MKS 253A-11102 Control Valve Exhaust / Throttle Valve 

256 |MKS PDR-C-1C Power Supply / Read Out Pressure Controller Power Supply / Read Out 
257 |MKS ELC1 48PWRCORDO4 Equipment Leakage Current Interrupter Power Cord with Protection Device for MKS 
258 |MKS Type 1651 Throttle Valve Controller Throttle Valve Controller 

259 |MKS Type 1651 Throttle Valve Controller Throttle Valve Controller 

260 |MKS 651CD2S1B Throttle Valve Controller 600 Series Throttle Valve Controller 
261 |MKS 651CD2S1B Throttle Valve Controller 600 Series Throttle Valve Controller 
262 |MKS Type 252 Throttle Valve Controller 252D-1 Exhaust Valve Controller 
263 |MKS Type 252 Throttle Valve Controller 252E-1 Exhaust Valve Controller 
264 |MKS Type 252 Throttle Valve Controller 252E-1 Exhaust Valve Controller 
265 |MKS Type 252 Throttle Valve Controller 252E-1 Exhaust Valve Controller 
266 |MKS 146C-AAFFN-1 Throttle Valve Controller 146 Series Throttle Valve Controller 
267 |MKS 146A-FFFFO-1 Throtle Valve Controller 146 Series Throttle Valve Controller 
268 |MKS 146A-FFFAM-1 Throttle Valve Controller 146 Series Throttle Valve Controller 
269 |MKS 651CD2S1N Throttle Valve Controller 600 Series Throttle Valve Controller 
270 |MKS 651CD2S1N Throttle Valve Controller 600 Series Throttle Valve Controller 
271 |MKS 651CD2S1N Throttle Valve Controller 600 Series Throttle Valve Controller 
272 |MKS 651CD2S1N Throttle Valve Controller 600 Series Throttle Valve Controller 
273 |MKS DLI25CCL Direct Liquid Injection System Controller 

274 |MKS DLI25BC Direct Liquid Injection System Controller 

275 |MKS 153D-1-40-2 Throttle Valve with Integrated Controller Exhaust valve / Controller 

276 |MKS 153D-1-40-2 Throttle Valve with Integrated Controller Exhaust valve / Controller 

277 |MPC F1925 19" Flat Panel Monitor 

278 |МРС F1925 19" Flat Panel Monitor 


Page 4 of 9 


279 |МРС F1925 19" Flat Panel Monitor 

280 |МРС F1925 19" Flat Panel Monitor 

281 |МРС F1925 19" Flat Panel Monitor 

282 |МРС F1750i 17" Flat Panel Monitor 

283 |МРС F1750i 17" Flat Panel Monitor 

284 |МРС F1750i 17" Flat Panel Monitor 

285 |МРС F1750i 17" Flat Panel Monitor 

286 |MPC F1750i 17" Flat Panel Monitor 

287 |МРС F1750i 17" Flat Panel Monitor 

288 |МРС F1750i 17" Flat Panel Monitor 

289 |МРС F1750i 17" Flat Panel Monitor 

290 |MPC F1750i 17" Flat Panel Monitor 

291 |MPC F1750i 17" Flat Panel Monitor 

292 |MPC F1750i 17" Flat Panel Monitor 

293 |MPC F1750i 17" Flat Panel Monitor 

294 |MPC F1750i 17" Flat Panel Monitor 

295 |MPC F1750i 17" Flat Panel Monitor 

296 |MPC F1750i 17" Flat Panel Monitor 

297 |MPC F1750i 17" Flat Panel Monitor 

298 |МРС F1750i 17" Flat Panel Monitor 

299 |MPC D875PBZ-ODYD PC Tower 

300 |MPC D875PBZ-ODYD PC Tower 

301 |MPC D875PBZ-ODYD PC Tower 

302 |MPC D875PBZ-ODYD PC Tower 

303 |MPC D865GLC-ODYD PC Tower 

304 |MPC T2000 Trans Port Laptop Computer 
305 |MPC T2000 Trans Port Laptop Computer 
306 |MPC T2000 Trans Port Laptop Computer 
307 |MPC T2000 Trans Port Laptop Computer 
308 |MPC T2000 Trans Port Laptop Computer 
309 |MPC T2000 Trans Port Laptop Computer 
310 |MPC T2000 Trans Port Laptop Computer 
311 |MPC T2000 Trans Port Laptop Computer 
312 |MPC T2000 Trans Port Laptop Computer 
313 |МРС T2000 Trans Port Laptop Computer 
314 |MPC T2000 Trans Port Laptop Computer 
315 |MPC T2000 Trans Port Laptop Computer 
316 |MPC T2000 Trans Port Laptop Computer 
317 |MPC T2000 Trans Port Laptop Computer 
318 |MPC T2000 Trans Port Laptop Computer 
319 |MPC T2000 Trans Port Laptop Computer 
320 |MPC T2000 Trans Port Laptop Computer 
321 |MPC T2000 Trans Port Laptop Computer 
322 |MPC T2000 Trans Port Laptop Computer 
323 |МРС Т2000 Trans Port Laptop Computer 
324 |MPC T2000 Trans Port Laptop Computer 
325 |MPC T2000 Trans Port Laptop Computer 
326 |MPC T2000 Trans Port Laptop Computer 
327 |MPC T2000 Trans Port Laptop Computer 
328 |MPC T2000 Trans Port Laptop Computer 
329 |МРС T2000 Trans Port Laptop Computer 
330 |MPC T2000 Trans Port Laptop Computer 
331 |MPC T2000 Trans Port Laptop Computer 
332 |MPC T1000 Trans Port Laptop Computer 
333 |МРС Т1000 Trans Port Laptop Computer 
334 |MPC Т1000 Trans Port Laptop Computer 
335 |MPC Т1000 Trans Port Laptop Computer 
336 |MPC Т1000 Trans Port Laptop Computer 
337 |MPC Т1000 Trans Port Laptop Computer 
338 |MPC Т1000 Trans Port Laptop Computer 
339 |МРС Т1000 Trans Port Laptop Computer 
340 |MPC Т1000 Trans Port Laptop Computer 
341 |MPC T1000 Trans Port Laptop Computer 
342 |MPC Т1000 Trans Port Laptop Computer 
343 |МРС Т1000 Trans Port Laptop Computer 
344 |MPC Т1000 Trans Port Laptop Computer 
345 |MPC Т1000 Trans Port Laptop Computer 
346 |MPC T1000 Trans Port Laptop Computer 
347 |MPC T1000 Trans Port Laptop Computer 
348 |MPC Т1000 Trans Port Laptop Computer 
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349 |МРС 


Т2200 Trans Port Laptop Computer 


350 |MPC T2200 Trans Port Laptop Computer 
351 |MPC XT2 Trans Port Laptop Computer 
352 |MPC XT2 Trans Port Laptop Computer 
353 |MPC XT2 Trans Port Laptop Computer 
354 |MPC XT2 Trans Port Laptop Computer 
355 |MPC ХТ: Trans Port Laptop Computer 
356 |MPC СХ+ Trans Port Laptop Computer 
357 |MPC СХ+ Trans Port Laptop Computer 
358 |MPC LT Trans Port Laptop Computer 
359 |MPC LT Trans Port Laptop Computer 
360 |MPC LT Trans Port Laptop Computer 
361 |MPC LT Trans Port Laptop Computer 
362 |MPC LT Trans Port Laptop Computer 
363 |MPC LT Trans Port Laptop Computer 
364 |MPC ZX Trans Port Laptop Computer 
365 |MPC XT Trans Port Laptop Computer 
366 |MPC Port Replicator 

367 |MSA SCBA 5-978-1 w/ Regulator, hose & mask SCBA bottle, mask and regulator 


368 |MTI Analytical Instruments 
Norcimbus / Wika 


P200 Gas Analyzer 
Nview Dual Gas Cylinder Digital Readout w/ 2 Digital Load Cells 


Gas Analyzer 
Dual Gas Cylinder Load Cell Scale Set w/ Display 


369 12359794 0-300 Lb 4-20 mA Output 
370 [OKI C5300 
371 OKI C5300 
372 OKI C5300 


373 [Omega Engineering 


OMB-DS-16-TC-AO Data Shuttle Data Acquisition System 


Data Shuttle Data logger 


374 [Omega Engineering 
375 [Omega Engineering 


OMB-DS-16-TC-AO Data Shuttle Data Acquisition System 
RI-5000 TC Recorder w/ Pre-Amp and Display 


Modified Data Shuttle 
TC Recorder Pre-Amp 


376 [Omega Engineering 
377 |Отева Engineering 


10 Channel TC Reader w/ Rotary Switch & Digital Display 
450 APT Hand-held Platinum Thermometer 


Portable Thermometer 


378 [Omega Engineering 
379 [Omega Engineering 


451 APT Hand-held Platinum Thermometer 
CT 485 B Room Air Temp & Humidity Chart Recorder 


Portable Thermometer, no probe 
Wall/Table Room Temp/Humidity Recorder 


380 [Omega Engineering 
381 [Omega Engineering 


CT 485 B Room Air Temp & Humidity Chart Recorder 
CT 485 B Room Air Temp & Humidity Chart Recorder 


Wall/Table Room Temp/Humidity Recorder 
Wall/Table Room Temp/Humidity Recorder 


382 [Omega Engineering 
ын Panasonic 


HTWC101-002 Heater Tape Controller 120v, 144w 
CT-51390Y Color Video Monitor w/ A/B Line In 


120v, 144w Heater tape Controller 
13" Color Video Monitor 


Philips 
385 |Porter Instruments 


PM 3365A Oscilloscope 
3 Cell Motion Controller 


100MHZ, 100MS/s 
3 Cell Motion Controller 


386 |Power Designs Inc. 
387 |Printronix 


TW5005T Twin power Supply 
P5205B Tractor Form Line Printer 


0-50v, 0-500MA 


388 |Proscan 
389 |Ргозсап 


PSVR71 VHS VCR 
PSVR71 VHS VCR 


VHS VCR 
VHS VCR 


390 |КЕ Plasma Products 
391 |Riken Keiki 


АММР5-2А RF Controller 
GD-K77D Gas Detector, BTBAS, 0-15 ppm 


RF Controller 
BTBAS Gas Detector 


392 |Кікеп Keiki 
393  |Riken Keiki 


GD-K77D Gas Detector, HCL, 0-15 ppm 
GD-K77D Gas Detector, Ozone 


HCL Gas Detector 
Ozone Gas Detector 


394 |Samsung 
395 |Samsung 


Syncmaster 931C 19" Flat Panel Monitor 
Syncmaster 931C 19" Flat Panel Monitor 


396 |Samsung 
397 |Samsung 


Syncmaster 931C 19" Flat Panel Monitor 
Syncmaster 931C 19" Flat Panel Monitor 


398 |Samsung 
399  |Samsung 


Syncmaster 931C 19" Flat Panel Monitor 
Syncmaster 931C 19" Flat Panel Monitor 


400  |Samsung 
401 |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


402  |Samsung 
403  |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


404 |Samsung 
405  |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


406 |Samsung 
407 |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


408 |Samsung 
409  |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


410 |Samsung 
411 |Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


412 |Samsung 
413 
4 Samsung 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 


4 Samsung 


| 416 |Samsung 
| 417 Samsung 


ве 
uje 
751 
Ф 
З 
2 
с 
5 
ба 


Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 
Syncmaster 940М 19" Flat Panel Monitor 
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418 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
Samsung Syncmaster 940М 19" Flat Panel Monitor 
420 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
421 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
422 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
423  |Samsung Syncmaster 940М 19" Flat Panel Monitor 
Samsung Syncmaster 940М 19" Flat Panel Monitor 
425 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
426 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
427 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
428 |Samsung Syncmaster 940М 19" Flat Panel Monitor 
429 |Samsung Syncmaster 910T 19" Flat Panel Monitor 
430 |Samsung Syncmaster 910T 19" Flat Panel Monitor 
431 |Samsung Syncmaster 910T 19" Flat Panel Monitor 
432 |Samsung Syncmaster 910T 19" Flat Panel Monitor 
433 |Samsung Syncmaster 910T 19" Flat Panel Monitor 
434 |Samsung Syncmaster 940Be 19" Flat Panel Monitor 
435 |Samsung Syncmaster 940Bx 19" Flat Panel Monitor 
436 |Samsung Syncmaster 940Bx 19" Flat Panel Monitor 
437 |Samsung Syncmaster 940Bx 19" Flat Panel Monitor 
438 |Samsung Syncmaster 940Bx 19" Flat Panel Monitor 
439 |Samsung Syncmaster 940B 19" Flat Panel Monitor 
440 |Samsung Syncmaster 940B 19" Flat Panel Monitor 
Samsung Syncmaster 940B 19" Flat Panel Monitor 
442 |Samsung Syncmaster 740Bx 17" Flat Panel Monitor 
Samsung Syncmaster 740Bx 17" Flat Panel Monitor 
444 |Samsung Syncmaster 740Bx 17" Flat Panel Monitor 
Samsung Syncmaster 740B 17" Flat Panel Monitor 
446 |Samsung Syncmaster 710N 17" Flat Panel Monitor 
Samsung Syncmaster 913V 19" Flat Panel Monitor 
448 |Samsung Syncmaster 913V 19" Flat Panel Monitor 
Samsung Syncmaster 913V 19" Flat Panel Monitor 
450 |Samsung Syncmaster 915V 19" Flat Panel Monitor 
Samsung Syncmaster 920NW 19" Flat Panel Monitor 
452 |Samsung Syncmaster 170N 17" Flat Panel Monitor 
Samsung Syncmaster 170N 17" Flat Panel Monitor 
454 |Samsung Syncmaster 191T 19" Flat Panel Monitor 
Samsung Syncmaster 191T 19" Flat Panel Monitor 
456 |Samsung Syncmaster 191T 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
458 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
460 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
461 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
462 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
463 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
464 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
465 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
466 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
467 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
468 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
469 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
470 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
472 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
474 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
476 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
478 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
480 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
481 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
482 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
483 |Samsung Syncmaster 191Tplus 19" Flat Panel Monitor 
484 |Samsung Syncmaster 170N 17" Flat Panel Monitor (White) 
485 |Samsung Syncmaster 710N 17" Flat Panel Monitor (White) 
486 |Samsung Syncmaster 1715 17" Flat Panel Monitor (White) 
487 |Samsung Syncmaster 770TFT 17" Flat Panel Monitor (White) 
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488 |Samsung 


Syncmaster 770TFT 17" Flat Panel Monitor (White) 


489  |Samsung 
490 |Samsung 


Syncmaster 770TFT 17" Flat Panel Monitor (White) 
Syncmaster 770TFT 17" Flat Panel Monitor (White) 


491 |Samsung 
492  |Samsung 


Syncmaster 770TFT 17" Flat Panel Monitor (White) 
Syncmaster 226BW 22" Flat Panel Monitor 


493  |Samsung 


Qo 
D 
3 
2 
c 
3 
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495 
496 |5сһитасһег 


o 
о 
Ex 
с 
з 
c 
Ф 
A 

od 
Ф 
5 


Syncmaster 760VTFT 17" Flat Panel Monitor 
Syncmaster 570VTFS 15" Flat Panel Monitor 
SP-2718 Tri-Power Supply 

Arc 1491-703T Т-ІІ Res Auto Chemical Refill System 


*5v, 420v, *20v DC Power Supply 
Pair of Bull Fill CRS Systems 


497 |5сһитасһег 
498 |5сһитасһег 


Arc 1491-703T Т-ІІ Res Auto Chemical Refill System 
TF2SCE Bulk Refill System Controller 


Schumacher Controller 


499 |Scott Ska-Pack 801935-03 15 minute escape cyl w/ mask & Regulator Emergency Air bottle for SCBA w/ case 
500 |Scott Ska- Pack, same as above but no case or mask 
501 |Scott SCBA w/ Regulator, hose & mask SCBA bottle, mask and regulator 


502 |Scott Omnigas 


Mini Monitor Plus Gas Panel Controller 


2 Channel Gas Panel Control Box 


503 |Scott Omnigas 


Mini Monitor Plus Gas Panel Controller 


2 Channel Gas Panel Control Box 


Sekidenko 2000 WJ/AV 250-1200 2 Chan Power Supply 

Sekidenko 2000 CVD Demo 300-1200 2 Chan Power Supply 

Sharp AL-1551CS Copier/Scanner 

Sheldon Mfg / VWR Scientific 1201 Water Bath Small Heated Water Bath 6"х5"х5" 


508 |Simco 


FM300 Electrostatic Field Meter 


Hand Held Electrostatic Field Monitor 


509 |5опу 
510 |Spectra 


КУ13М40 13" Trinitron 
Spectrometer 1/О Box w/ Cable 


13" Sony Color TV 
Spectrometer 1/О box 


Square D Corp 
512 |Square D Corp 


480/208 3 phase 112T3HEE Transformer, 112.5 KVA, 135/312A 
480/208 3 phase 75T3Hee Transformer, 75 KVA, 90/208A 


112.5 KVA 480/208 transformer 
75 KVA 480/208 transformer 


513  |Square D Corp 


514 |Static Control Services 


H364 200A Electrical Disconnect Box w/ З TRS125R 125A Fuses 
TI 300 Static Electricity Meter 


200A Disconnect with 3 125A fuses 
Hand Held Static Electricity Voltage Meter 


515 |Static Control Services 


516 |STI Microsafe 


Charge Plate Monitor 
MC4224XE Light Bar / Intrusion Sensor, 48 


Charge Plate Static Voltage Monitor 
Intrusion Sensor Light Bar, 48 bulb 


STI Microsafe 
518 [Strawberry 


MC42E-DN-1-DC2-U Controller / Transmitter 
Strawberry Tree TC Interface box w/ Cables 


Intrusion Sensor Controller 
TC Interface Box 


519 |Survive-Air 
520 |ТА Instruments 


5СВА w/ Regulator, hose % mask 
903H Moisture Evolution Analyzer 903001-917 


SCBA bottle, mask and regulator 
Moisture Evolution Analyzer 


521 |Tektronix 
522 |Tektronix 


2235 100MHz Oscilloscope 
2215 60 MHz Oscilloscope 


2 Channel Oscilloscope 
2 Channel Oscilloscope 


523 |Текїгопіх 
524 |Tektronix 


1240 Logic Analyzer w/ Display and Interface cards/cables 
468 Digital Storage Oscilloscope 


Logic Analyzer 


525 |Текїгопіх 


526 |Telebyte Technology 


TAS 475 4 Channel Oscilloscope 
Netscope 


100MHZ 
Netscope 


527 |Teledyne Brown Engineering 
528 |Teledyne Brown Engineering 


Portable Oxygen Analyzer 
Trace oxygen Analyzer 


Oxygen Analyzer 
Oxygen Analyzer 


529 |TIF TIF 5650A Halogen Leak Detector Hand Held Halogen Leak Detector 
530 |ТМЕІС OP-250H Ozone Generator Ozone Generator 
531 |TSI Inc. 8455-12 Rev A Air Velocity transducer 0-10K f/m Air Velocity Transducer 


532 [Universal Plastics 


UP 1102 С.Т. Bath Controller 


Wet Sink Control Module 


533  |Vacuum General 
534 |Vacuum General 


DynaMass 8 ch MFC Controller DM2801 
DynaMass 8 сп МЕС Controller DM2801SWJ 


535 |Уагіои Laptop Bag 

536 |VAT 02112-BA-24 Rectangular Slot Valve Slot Valve 

537 |VAT 02112-BA-24 Rectangular Slot Valve Slot Valve 

538 |МАТ 641PM-16PM Adaptive Pressure Controller VAT Valve Controller 

539 |VAT 650PM-16NL Adaptive Pressure Controller VAT Valve Controller 

540 |Videology 40 VM 1201 BWB Black & White Video Monitor 12" Black & White Video Monitor 
541 |WaFab MPC 301 Microkleen Rinse Wet Sink Controller Wet Sink Control Module 

542 |Walker Scientific ELF 45 D ELF Field Monitor Hand Held ELF Field Monitor 

543 |Watlow Quad 2KRG-1000 4 Zone w/965 Heater Controllers 4 Zone Heater Control Box w/ Display 
544 |Watlow ANAFAZE MLS 300 Heater Controller Single Heater Controller w/ Display 
545 |Watlow DC10 DIN-a-Mite Solid State Power Control Module 55A SS Power Contro 

546 |Watlow DC10 DIN-a-Mite Solid State Power Control Module 55A SS Power Contro 

547 |Watlow DC10 DIN-a-Mite Solid State Power Control Module 55A SS Power Contro 

548 |Watlow DIN-a-Mite 20A Power Control Module 20A SS Power Contro 

549 |Watlow DIN-a-Mite 20A Power Control Module 20A SS Power Contro 

550 |Watlow DIN-a-Mite 20A Power Control Module 20A SS Power Contro 

551 |Watlow DIN-a-Mite DCIP-6548-V301 Power Control Module 65A SS Power Contro 

552 |Watlow DIN-a-Mite DCIP-6548-V301 Power Control Module 65A SS Power Contro 

553 |Watlow DIN-a-Mite DCIP-6548-V301 Power Control Module 65A SS Power Contro 

554 |Watlow / SVG Thermco 6 Zone Watlow Heater Controllers in SVG Case 6 Zone Heater Control Box w/ Display 


555 |Weber Sensors GmbH 


Captor 4320.13 Electronic Flow Sensor 


Digital Liquid Flow Sensor w/ 1/2" Swageloc 


556 |Хапігех 
557 |Хегох 


XFR 40-30 DC Power Supply 
8500/8550 Phaser printer 


0-40v, 0-30A DC Power Supply 
New in box 
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558 |Хегох 8500/8550 Phaser printer New in box 
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